Notice No.2 


Rules and Regulations for the 
Classification of Special Service Craft 
July 2019 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior 
Notices. Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: November 2019 


IACS/IMO 
Amendments to Effective date implementation (if 
applicable) 
Part 3, Chapter 1, Section 6 1 January 2020 N/A 
Part 3, Chapter 5, Section 5 1 January 2020 N/A 
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Part 3, Chapter 1 
General 


E Section 6 
Definitions 


6.10 Position 1 and Position 2 


6.10.1 For the purpose of Load Line Conditions of Assignment, there are two basic positions of hatchways, doorways and ventilators 
defined as follows (see also Figure 1.6.1 Position 1 and Position 2): 


Position 1: 


e Exposed decks located abaft the forward 0,25 of the load line length, LL, and less than one standard superstructure height 
above the freeboard deck. 


e Exposed decks situated within the forward 0,25 of the load line length, Lı, and located less than two standard heights of 
superstructure above the freeboard deck. 


Position 2: 


e Exposed decks situated abaft the forward 0,25 of the load line length, Lı, and located at least one standard height of 
superstructure, but less than two standard heights of superstructure, above the freeboard deck. 


e Exposed decks situated within the forward 0,25 of the load line length, LL, and located at least two standard heights of 
superstructure, but less than three standard heights of superstructure, above the freeboard deck. 
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Figure 1.6.1 Position 1 and Position 2 


Existing Figure 1.6.1 has been renumbered 1.6.2. 


Part 3, Chapter 5 
Anchoring and Mooring Equipment 


E Section 5 
Anchors 


5.1 General 


Existing paragraphs 5.1.6 to 5.1.9 have been renumbered 5.1.5 to 5.1.8. 
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